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Agency's Security Filing Equipment 
as of 15 September 1970 


Secure Areas and Vaults - 473 
Total Safe Filing Equipment - 10,509 


by Building: 


Headquarters 8,017 (behind Barrier-2, 469) 

Glebe 194 
Ames 471 
Key 540 
Magazine 480 
South 188 
25X1A6a Central 17 
East 26 
323 

78 

12 

123 

8 

32 


Of the total 4, 284 are Remington Rand insulated files which are scheduled to 
be replaced as they wear out; of this total 548 are old style Remington Rands which 
are not to be repaired but replaced (source - Security Services Section, Physical 
security Division, OS). 

This compares favorably with stock control records as of 21 January 1971 which 


lists accountable items as follows: 


2 drawer safes 4,391 
4 drawer safes 667 
5 drawer safes 301 
Map & Plan Cabinets 106 
Visible Index Cabinets 183 
Card Files 442 
Single Drawer Safes 29 
~ 6,119 


The diff bei hat R i Rand lued and d d 
Approvad:f at Release 2001/03/06 * CIA-RDP86-00244RO00S00 2800031 


exelent 


